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CONFIDENTIAL OECD PARIS 23746 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, FR, RO 

SUBJECT: FRENCH ELECTROMAGNETIC PUMP AND ACCESSORIES TO 
ROMANIA -IL 1131 

REF: A. COCOM DOC. (74) 1822 
B. STATE 215314 

AT OCTOBER 8 COCOM MEETING FRENCH DEL PROVIDED BROCHURE 
(BEING POUCHED) AND STATED PUMP IS TO BE USED TO CIRCU- 
LATE LIQUID SODIUM IN TEST LOOPS FOR RESEARCH IN HEAT 
TRANSFER, CORROSION OF STEEL BY LIQUID SCDIUM, AND 
TESTING OF DEVICES IN SODIUM ENVIRONMENT. FINAL US 
POSITION (OR FURTHER QUESTIONS) DUE NOT LATER THAN 
OCTOBER 22. REQUEST INSTRUCTIONS BE SENT USDEL AS SOON 
AS POSSIBLE BUT BY WASHINGTON COB OCTOBER 21 AT LATEST. 
TURNER 
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